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1. Removed. Main fuel control S/N 332^9 and Main Fuel Pump S/N 2057 
end Installed Mein Fuel Control S/N 33252 end Hein Fuel Pump 
S/N 2031 on 25 April 68. 

2. Functional Test Stand Run Accomplished 26 April 68. 

All Parameters Acceptable. 
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SECURITY CLASSIFICATION 


40V 63 I REPLACES EDITION OF 1 MAY 55 WHICH MAY BE USED. 
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